Rovemhor 1963 


Mp, J.S. Curry 
Chief of Police 
Dallas, Texas 

Sirs 

Ob Noveraber 24, 1963 at approxioately 11:15 '-f'. 1 '•<«» staudinf 
In the basement of the Police buildlae; ae part of a security 
guard. I wiiB atandlng about five feet fron the door of the Jail 
t'.r. Oswald vae led by a» 9nd I mos atteaptlng to keep people 
nway from hi«, I was standing Just behind !'r. Cswold and saw a 
flash 2nd heard a shot. I saw Mr. Osw.ild fall and thia ^lan was 
then facing ma but he was crouched over. I oiught a glls-pse of 
a pistol he had in his right hand, i atteaptsd to get the piato 
and grabbed his aro. it that instant sonieone else grabbed the 
pistol and several other officers were helping to subdue hiis. 

We then took t e suspect into the jsil office and searched him. 
Some other cf fleet s placed hin on the Jiiil elevator and 1 was 
ordered to go to Parkland Hos 'ital to help the officers there. 


Beapectfully subaitted, 



Oetectlre 


1087 


